To:  andrew.jones@maii.  house.  gov[andrew.jones@mail.  house,  gov] 

From:  POSTMASTER@MAIL.HOUSE.GOV 

Sent:  Fri  8/7/2015  8:23:26  PM 

Subject:  Undeliverable:  STATEMENT  - Gold  King  Mine  Release  Emergency  Response 

Delivery  has  failed  to  these  recipients  or  groups: 

andrew.iones@mail.house.gov 

The  recipient's  mailbox  is  full  and  can't  accept  messages  now.  Please  try  resending  this  message  later,  or 
contact  the  recipient  directly. 


Diagnostic  information  for  administrators: 

Generating  server:  mail.house.gov 

» irew.jones@mail.house.gov 
#554-5.2.2  mailbox  full  554  5.2.2 

STOKEDRV.Deliver.ExceptiomQuotaExceededException.MapiExceptionShutoffQuotaExceeded;  Failed  to 
process  message  due  to  a permanent  exception  with  message  Cannot  open  mailbox  /o=U.S.  House  of 
Kepresentatives/ou=Exchange  Administrative  Group 

(FYDIBOHF23SPDLT)/cn=Configuration/cn=Servers/cn=HEOC-HRM01/cn=Microsoft  System  Attendant. 
16. 55847: ABOOOOOO,  17.43559:0000000060010000000000000F00000000000000,  255.23226:2B0AQQ0G, 
255.27962: FEOOOOOO,  255.17082:DD040000,  0.26937:00000000,  4.21921:DD040000, 

255.27962: FAOOOOOO,  255.1494:40003900,  255.26426: FEOOOOOO,  0.22086:0F010480, 

0. 25876 :0F0 10480,  4.7588:0F010480,  0.25840:03004281,  4.6564:0F01048Q,  0.22086:0F010480, 
0.56333:0F010480,  4.6372:05000780,  0.24916:03004381,  4.6276:05000780,  4.23921;EC030000, 

6.2 1970 :0F01048040000C680B008980,  4.23921  :EC030000,  6.21970:0F01048000806F670F010480, 
4.24305 :0F0 10480,  4.5721:DD040000,  4.6489:DD040000,  0.34743:OF010480,  4.2199:DD040000, 
0.56415:0F010480,  4.48223:DD040000,  4.17097:DD040000,  4.8620: DD040000,  255.1750:2C000000, 
0.26849:00000000,  255.21817;DD040000,  0.26297:2D000000,  4.16585:DD0400Q0,  0.32441:13800000, 
4.1706:DD040000,  0.24761:00000000,  4.20665:DD040000,  0.25785:DD040000,  4.29881:00040000  ## 

Original  message  headers: 

Received:  from  s-hub3.house.gov  (143.228.181.83)  by  HEOC-HTOl.US.House.gov 
(143.228.151.95)  with  Microsoft  SMTP  Server  (TLS)  id  14.3.224.2;  Fri,  7 Aug 
2015  16:23:26  -0400 

Received:  from  CRUX.web.us.house.gov  (crux.house.gov  [143.228.150.170]) 
by 

s-hub3.house.gov  with  ESMTP  id  t77KNLIX007568 ; Fri,  7 Aug  2015  16:23:22 
-0400 

Authentication-Results : crux . web . us . house . gov; 

spf=none  smtp . mailf rom=Vela . AustinSepa . gov; 

Received:  from  na01-by2-obe.outbound.protection.outlook.com  ([207.46.100.110]) 
by  CRUX.web.us.house.gov  (Undisclosed)  with  ESMTPS  (version=TLSvl . 2 
c :i  o h e r = E C D H E - R S A - AE  S 2 5 6 - S H A3  8 4 bits=25  6/256)  id  201508072023210014  416; 

07  Aug  2015  16:23:25  -0400 
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Received:  from  SNlPR09MB0749.namprd09.prod.outlook.com  (10.162.2.22)  by 
SNlPR09MB6750.namprd09.prod.outlook.com  (10.162.2.23)  wi th  Microsoft  SMTP 
Server  (TLS)  id  15.1.225.19;  Fri,  7 Aug  2015  20:23:20  +0000 
Received:  from  SNlPR0  9MB074  9.namprd09.prod.outlook.com  ( [10.162.2.22] ) by 
SN1PR0 SMB074 9 . namprdO 9 .prod . outlook . com  ([10.162.2.22])  with  mapi  id 
15.01.0225.018;  Fri,  7 Aug  2015  20:23:20  +0000 
From:  "Vela,  Austin"  <Vela . AustinOepa . gov> 

Subject:  STATEMENT  - Gold  King  Mine  Release  Emergency  Response 
Thread-Topic:  STATEMENT  - Gold  King  Mine  Release  Emergency  Response 
Thread-Index : AdDRTuFSehyuYAXQT4SXJifHLzUGYA== 

Date:  Fri,  7 Aug  2015  20:23:20  +0000 
Me s sage- ID: 

<SNlPR09MB07492D5BlFE32A5E7AF01BD0FA730@SNlPR09MB0749.namprd09.prod.outlook.com> 

Accept-Language : en-US 

Content-Language : en-US 

X-MS-Has-Attach : yes 

X-MS-TNEF-Cor relator : 

authentication-results:  spf=none  (sender  IP  is  ) 
smtp .mail f rom=Vela . Austin @epa. gov; 
x-originating-ip : [134.67.6.11] 

x-rnicrosof  t-exchange-diagnostics : 

1 ; SN1PR0  9MB0750 ; 5 : KrHm8ulg0Rw02hLcooZLf PY1361EDJctipqZlrluGqbvE+q3V8E/iXGGuOA5ZYFRDV  9<S§qh j 
x-microsoft-antispam:  UriScan : ; BCL : 0 ; PCL : 0 ; RULEID : ; SRVR: SN1PR0 9MB0750 ; 
x-microsoft-antispam-prvs : 

<SN1PR0 9MB075057222CF965973B465E91FA730@SN1PR0  9MB0750 . namprdO  9 . prod . outlook . com> 
x-exchange-antispam-report-test : UriScan:  (108003899814671); 
x-exchange-antispam-report-cf a- test : 

BCL: 0; PCL: 0; RULEID:  (601004)  (5005006)  (3002001) ; SRVR: SN1PRQ9MB0750 ; BCL : 0 ; PCL: 0 ; RULEID : ; SRVR: 
x-foref ront-prvs : 066153096A 
x-f oref ront-antispam-report : 

SFV : NS  PM; SFS : (10019020)  (199003)  (189002)  (5001830100001)  (86362001)  (19580405001)  (87936001)  (88 
received-spf : None  (protection.outlook.com:  epa.gov  does  not  designate 
permitted  sender  hosts) 

Content-Type : multipart/related; 

boundary="_005_SNlPR09MB0'7  4 92D5B1FE32A5E7AF01BBOFA73QSN1PR0  9MB074  9namp_ "; 
type="multipart/ alternative" 

MIME-Version:  1.0 

X-MS-Exchange-CrossTenant-originalarrivaltime : 07  Aug  2015  20:23:20.6776 

( UTC ) 

X-MS-Exchange-CrossTenant-f romentityheader : Hosted 

X-MS-Exchange-CrossTenant-id : 88b378b3-6748-48  67-acf 9-7  6aacbeca6a7 
X MS-Exchange-Transport-CrossTenantHeaders Stamped:  SN1PR09MB0750 
X-Mlf-SPF : No  SPF  Record 

(result=none; action=none; identity=MAILFROM; domain=epa . gov; source=207 .46.100.110; details : al 
X-Mlf-DKIM:  DKIM  Disabled  (result=disabled; ) 

X-Mlf-DMARC : DMARC  Disabled  (result=disabled; ) 

X-Mlf-KeyWords : statement, ute, tributary, tomorrow 
X-Mlf -Language-Detected:  NoLanguageFilter_English 
X-Mlf-Connecting-IP : 207.46.100.110 
X-Ml f -Country-Code : US 
X-Mlf -Threat : nothreat 

X Mlf-Threat-Detailed:  nothreat; embeddedimage; none; none 
X Mlf-License:  BSVKAP_ 

X-Mlf-Version : 8.1.1.4059 

X Mlf Unique Id:  i2 01508072023210014416 

To:  Undisclosed  recipients : ; 

Ret urn  Path : Vela . Austin@epa . gov 
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